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Ccctract Mo. Kf~3958 
A—n<lHHTfc Bo. **■ 


*«#tia#»uae Electric Corporation ■;• q ^r P tggn 

Baltteore, Maryland 

Gentlemen: 

1. Saference is aad« to Contract Bo. 81-3956 dated Septaaber 23, 1956. 

2, pursuant to the provisions of Article ft entitled *CSAB3®3* of tba 
general Provlvlooi the parties hereto tgrt* u follflw * 

(*) Tbm euantity of it m 9MSL is changed fro» *2 «*ch* to 
*1 each.* This item ^ppMXi in inhibit 1 attached to 
hAW Mo. 1 -which Unto the spare* to be supplied 
vSZTtim 2 b of WOW I of the schedule. 

a. above reseats in » set decrease of $k*TT or * total 
eooailsmtioa of 136,358-15- AH other tens sad condition* of tee contract, 
as attested, resain unchanged- 

b. n*s*e indicate your receipt 

So. gy-3956 sad your acceptance thereof by executing the original and two 
capias 5 this Aaenteent. Return tea fully easeoted original »»*_ OQ e 
c^y to tee undersigned and retsia the ras a lnfng copy for your files. 


Vary truly yo«r*. 


25X1 A9A 


ACHSQWLEDQKD AMD ACCEPTED 
WBfBBBOBSB SLBCTKCC CORPORATION 


FOIAB3A 
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